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Robert' H. Cunningham 

WASHINGTON, Sept. 12 
(UPI).. — - Robert H. Cunning- 
ha™. 50 * serritSf ; :aecurity"’bff icer 
cSt~ the Central Intelligence I 
Agency CCtA) arid V fanner | 
FBI agent, died yesterday of I 
cancer at the W ashington Hos- 
pital Center, A resident of Falls* 
Church, Va., he had been with 
the CIA since it was organized 
in 1947, . j 


Approved For Release 2003/12/02 : CIA-RDP75-00001R000300060006-3 



